





Do not touch exposed areas of recording surface. 
Return Flexible Disk to envelope after use. 

Write in label area only. 

Do not bend or fold Flexible Disk. 





PROPER CARE INSURES 
AN EXTENDED MEDIA LIFE 
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DO NOT INSERT 
TOUCH FLEXIBLE 
EXPOSED DISK 
SURFACE VERY 
CAREFULLY 


MAGNETIC 


FIELDS JACKET 
ERASE. WHEN 
KEEP FAR NOT 
AWAY IN USE 
STORE 
AT 
10° to 52°C 


(50° to 125°F) 








